... Pulsed EMF Therapy ... 
..» Dr. Bob Beck ... 


Disclaimer : This is not intended to 
diagnose/treat/cure or prevent any 
disease. 

PEMF Therapy can be done with any 
Electromagnet in series with a DC Motor 
or Mechanical Relay placed to the 
Sternum/Chest (the EMF Sensitive area) 
for Treating Disease. In this case I am 
just pulsating EMF using either a AA or 
AAA Battery and Some Wire 4-8 Ohms then 
manually tapping it at 7.831 Hz Square 
whilst placing it to the chest. Unit used 
is a 3/8” nut with bult and some wire 
tied together with 2 slipknots at about 4 
Ohms pulsating it manually on and off for 

a period of serveral minutes 
This may be deemed quackery by some, it 
does however pop AM and 
Shortwave/Longwave Radio/RF Bands 





